26.     unguarded                            1-3/4       by 1-1/2

Inches and large enough that  a person*s fingers could fit

through It.  The opening           located on        of    coupler
approximately two feet from    ground.

RPM.

27.  The exposed moving parts of the coupler      at 1785

28.  There was a reasonable probability of tripping in the
area of the coupler In that the coupler    located In the
walkway along the face conveyor which contained refuse, bottom
Irregularities and a number of     that    to be
over.

29.,, There was a substantial risk that
accidentally put a finger or fingers Into the opening
suffer a serious injury.  To abate the condition, the opening
guarded by fixing a piece of rubber belting over the hole.

WEVA 86-154-R and      86-264

30.  On February 5, 1986r Order No. 2706772 was issued by
"Inspector Harry Markley based upon his finding that a safe

means of access was not provided and maintained to the power
center located at the Grassy Run portal.

31.  The MSHA inspector and union walkaround observed wet,
muddy and rocky conditions In the pathway that was used around
the power center.

32.  The walkway in front of the power center consisted of

approximately eight feet of flat area.  In this area the mud
was knee deep In places and extremely slippery.

33.  The pathway around the left side of the power center
to the back consisted of a two foot rocky and muddy walkway
along the power center and the dangered-off power cables for a

distace of approximately forty feet.

34.  From the edge of the power center walkway toward the
open pit there was an increasing downward slope ending in a
vertical highwall.  The slope was 3 degrees for about 10 feet,
then there was a slope of 22 degress for about 12 feet,
followed by a slope of 27 degrees for about 16 feet, ending in
a sharp highwall that dropped vertically "about 11 to 15 feet.

35.  At least part of the two foot wide walkway between
the power center and slope would need to be used in order to
access the left back side of the power center where the power

2003lation of a mandatory safety standard, (2) a
